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ORIGIN SY-07 

INFO OCT-01 AF-05 ISO-OO /013R 

DRAFTED BY A/SY/T: JFPERDEW:JB 
APPROVED BY A/SY/T: DGFISCHER, CHIEF 

030787 

R 032050Z MAY 74 
FM SECSTATE WASHDC 
TO AMEMBASSY NAIROBI 
AMEMBASSY DAR ES SALAAM 
INFO AMEMBASSY ADDIS ABABA 
AMEMBASSY PRETORIA 

CONFIDENTIAL STATE 091471 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: BELT INSTALLATION AMERICAN EMBASSY NAIROBI 
REF: NAIROBI 3532 (NOTAL) 

NAIROBI FOR RSO AND TSO, DAR ES SALAAM FOR C&R OFFICER, 
ADDIS ABABA FOR RSS, PRETORIA FOR TSO OFFICE 

1. SEABEE ESTIMATE CORRECT; INSUFFICIENT BELT MATERIAL 
WAS FORWARDED TO COMPLETE BOTH OFFICES. SUGGEST POST 
PROCEED WITH INSTALLING BELT MATERIAL ON WALLS. 

2. FOR DAR ES SALAAM: FORWARD BY POUCH TO ADDIS ASAP 
BELT SUPPLIES SHIPPED TO DAR ES SALAAM UNDER REGISTRATION 
NUMBERS 1963765 - 768 AND 1963754 - 756. 

3. FOR NAIROBI: USE BELT SUPPLIES FORWARDED FROM DAR ES 
SALAAM TO COMPLETE NAIROBI INSTALLATIONS. HOLD UNUSED 
PORTIONS OF SYSTEM AT NAIROBI PENDING OPENING OF RTC ADDIS. 

4. RE PARA THREE REFTEL, CARE MUST BE TAKEN DURING 
INSTALLATION OF COSMETIC COVER OVER BELT SYSTEM NOT TO 
DRIVE NAILS OR OTHER METALLIC OBJECTS THROUGH THE BELT. 
CONFIDENTIAL 

CONFIDENTIAL 
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THIS CAN CAUSE SHORTING OR OPEN CIRCUITS WHICH COULD 
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RENDER SYSTEM INOPERATIVE. RUSH 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 03 MAY 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: garlanwa 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE091471 

Document Source: CORE 

Document Unique ID: 00 

Drafter: JFPERDEW:JB 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D740181-01 18, D7401 08-0003 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740575/aaaacpgp.tel 

Line Count: 62 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN SY 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: NAIROBI 3532 (NOTAL) 

Review Action: RELEASED, APPROVED 
Review Authority: garlanwa 
Review Comment: n/a 
Review Content Flags: 

Review Date: 28 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <28 AUG 2002 by WorrelSW>; APPROVED <13 JAN 2003 by garlanwa> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: BELT INSTALLATION AMERICAN EMBASSY NAIROBI 
TAGS: ASEC 

To: NAIROBI DAR ES SALAAM 
Type: TE 
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